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FC-211 RADAN NAVIGATION SET MAIN ENANCE SPARES ko | aa 


GENERAL. PRECISION (TABGRATORY INC. [CONTRACT NUMBER SaaS REVISION 
| TTEM STOCK NU BER eae a| DESCRIPTION sta puoncen| price TOTAL 
NUMBER| CODE SERIAL ART NUMBER | 3 Bl aa.) a PMORDER PRICE PRICE 
1 aps-0583-222 CAPACITOR, Fixed .27 uf 200V 3.89 7.78 
2 Fe ~0556-1 CAPACITOR, Fixed .4? uf 1500v £5% C2) 8.72 L7 ols: 
3 / 104-055-216 CAPACITOR, Fixed .O\47 uf 20% h00v > 086 2.58 
4 | 104-05141-6 CAPACITOR, Fixed .068 uf +5% 115 vac 400 cps C® 3.90 7.80 
5 4h. 105~-165-15 CONNECTOR | o> 1.04 2.08 . 
6 J{ aag-33-21 RELAY 15.16 15.16 
7 f || AFRT11E22R20F RESISTOR, Fixed (GPL #120-1031-22R20) 1.99 3.98 
8 | RBS2AB58501F RESISTOR, Fixed 58.5k £1% i/le (GPL #120-102h-13) 1.90 3.80 
9 4 | 120-10-5635 RESISTOR, Pixed 63.6k +1% 1/lar 05 «10 
10 | AFRT13E30002F RESISTOR, Fixed (GPL #120-1028-1) 3.21 6.42 
1 RC30GF331K — RESISTOR, Fixed 430K £1% 1/l (GPL #120-11-3315) 18 36 
12 AFRTI1E50002F RESISTOR, Fixed 1M t1% 1/3w (GPL #120-1031-50002) 4.03 8.06 
13 1y6-yy-1 TRANSFORMER 99 «7h 99 «7h 
1h 146-151-1 TRANSFORMER y 88.67 88 .67 
15 7 105-190~1 CONNECTOR 12.64 11.64 
16 104-156-502 CAPACITOR, Fixed 110 uuf *5% 500V 065 1.95 
17 : 10h-1546-503 | GAPACITOR, Fixed 12 uuf 25% 500v : | 65 1.95 
18 — Sg | 10h-159-201 CAPACITOR, Fixed | 098 1.96 
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; | NUMBER OF ARTICLES EXHIBIT 
PC-211 RADAN NAVIGATION SET MAINTENANCE SPARES 0 apn 
GENERAL PRECISION LABORATORY INC. | CONTRACT NUMBER . REVISION 
PLEASANTVILLE, NEW YORK RFQ 22h9 

ITEM STOCK NUMBER DESCRIPTION fs TOTAL UNIT TOTAL 
NUMBER; Code | SERIAL | PART NUMBER | _1 [2 | 3 PNORDER PRICE PRICE 

19 | 129-87-1 | COIL, Toroid Type Modified MP206-22A 2 11.65 23.30 

20 105-122-031 CONNECTOR | C2) 7.86 15.72 

21 {| :130-7-1 MAGNETRON (Litton Inds. L 3089) He) 952073 1905 0446 

22 FT 320-82-468 RESISTOR, Fixed | 3 1.63 |: 34026 

23 » | 120-56-10h5 RESISTOR, Fixed 100k +5% 1/10w Z Leh 2.92 

2k i 120-56-8235 RESISTOR, Fixed 82K #5% 1/10w ae ee 1.46 2.92 

25 | / 120=56=33L5 RESISTOR, Fixed 330K *5% 1/10. | (2 1.46 2.92 
- 26 i 120-56= 745 RESISTOR, Fixed 70K +5% 1/10w ‘—D 1.46 4038 

27 | 12050-1055 RESISTOR, Fixed 1 meg. 5% 1/10w 2. 1.46 2.92 

28 / 120-56-1555 RESISTOR, Fixed 1.5 meg +5% 1/10w @) — -1.h6 4.38 

29 Ce 120-52=118 RESISTOR, Fixed | ey 1.52 3.04 

30 ; 120-52-h22 RESISTOR, Fixed % (2) 1.63 3.26 

3—CO } 12056-2035 RESISTOR, Fixed 20K 15% 1/8w | C2 ane =| 292 


32 123-17-11 SYNCHRO 50.88 101.76 


3h j 122-113-1 SWITCH DPST 15.62 15.62 


33 105-122-032 CONNSCTOR, (KO2-21-30PW) Cannon | @ 7.86 15.72 


t 

. i 

35 122=1+7 | SWITCH, Toggle | : | 2.68 2.58 
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GENERAL PRECISION LABORATORY INC. | CONTRACT NUMBER VISION 

PLEASANTVILLE, NEW YORK RFQ 22h9 . 
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36 : | RESISTOR, Variable (MME (Heli-Pot.aJsr) CES 8.9 16.98 

| 37 SYNCHRO TRANSMITTER | . CD 119.36 119 .36 
) 38 SYNCHRO TRANSMITTER | cTy 47.21 47.41 
39 : PLUG, Connector (Cannon KO 3-21-30Sw) > ‘Bw 8.12 

0 SYNCHRO TRANSMITTER robes 6) Oy 19.63 19 .63 

|i 7 ; TOPAL 2,635.85. 
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